Errata 


NFPA 1500 

Standard on Fire Department Occupational Safety and 

Health Program 

2007 Edition 


Reference: 8.5.17 
Errata No.: 1500-07-1 

The Committee on Fire Service Occupational Safety and Health notes the following error in the 
2007 edition of NFPA 1500, Standard on Fire Department Occupational Safety and Health 
Program. 

1. Change the cross-referene in 8.5.17 from 8.5.5 to 8.5.7, to read as follows: 

8.5.17 Initial attack operations shall be organized to ensure that if, on arrival at the emergency 
scene, initial attack personnel find an imminent life-threatening situation where immediate action 
could prevent the loss of life or serious injury, such action shall be permitted with less than four 
personnel when conducted in accordance with 8.5.5 8.5.7 . 


Issue Date: August 14, 2009 


(Note: Electronic products and pamphlet reprints may have this errata incorporated. For 
current information about the NFPA Codes and Standards, including this errata, please 
see www.nfpa.org/codelist) 
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